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SUBJECT: UK VIBRATION TESTING SYSTEM TO USSR 

REF: (A) STATE 64448, (B) PARIS 10731, (C) COCOM DOC 
(77) 597 

1 . IN RESPONSE TO INFORMATION PROVIDED BY USDEL PUR- 
SUANT TO REF A UK DEL HAS RESPONDED AS FOLLOWS: 

"A. MY AUTHORITIES HAVE NOW STUDIED YOUR GOVERNMENT'S 
DETAILED EXPLANATION WHICH SHOWS THAT THE OBJECTION 
IS BASED ON THE GROUNDS THAT THE ANCILLARY DIGITAL 
ANALYSIS EQUIPMENT AND HARDWARE TO BE PROVIDED WOULD 
GIVE THE SYSTEM A CAPABILITY WELL BEYOND THAT NOR 
MALLY REQUIRED FOR CIVIL SECTOR APPLICATIONS. 

B. MY AUTHORITIES HAVE DISCUSSED THIS POINT WITH THE 
BRITISH FIRM CONCERNED AND THE LATTER HAVE SAID THAT 
IN ORDER TO REDUCE THE TESTER'S CAPABILITY THEY ARE 
PREPARED TO WITHDRAW THE DIGITIAL RANDOM CONTROL 
CONFIDENTIAL 
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SYSTEM, BASED ON THE DRC BP 1 1-34 COMPUTER AND 
SOFTWARE (I.E. ITEM 12 OF THE EQUIPMENT LISTED IN 
OUR ORIGINAL APPLICATION TO THE COMMITTEE). 

C. MY AUTHORITIES HAVE INSTRUCTED ME TO ENQUIRE 
WHETHER, IF THE TESTER'S CAPABILITY WAS REDUCED IN 
THIS WAY, YOUR AUTHORITIES WOULD BE ABLE TO APPROVE 
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THE REMAINDER OF THE EXPORT. WE WOULD, OF COURSE, 

SUBMIT AN APPROPRIATE AMENDMENT TO OUR APPLICATION 
TO COCOM." 

2. ACTION REQUESTED: INSTRUCTIONS FOR RESPONDING 
TO UK QUESTION. 

SAT ,7, MAN 
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